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intelligence advisory >c-om mi t, t e e 

Minutes of Meeting Held in Director's 
Conference Room, Administration Building 
Central Intelligence Agency, at 1045, 14 June 1955 

Director of Central Intelligence 
Allen W. Dulles 
♦ Presiding 

Deputy Director of Central Intelligence 
Lieutenant General Charles P. Cabell 
♦Presiding 


MEMBERS PRESENT 

Mr. W. Park Aripstrong, Special Assistant for Intelligence, 

Department of State _ t 

Major General Robert A. Schow, acting for Assistant Chief of Sta f, 

G-2, Department of the Army 

Rear Admiral Carl F. Espe, Director of Naval Intelligence, 
Department of the Navy 

Major General John A. Samford, Director of Intelligence, 
Headquarters, United States Air Force 
Rear Admiral Edwin T. Layton, Deputy Director for Intelligence, 

The Joint Staff 

Mr: Charles H. Reichardt, acting for Atomic Energy Commission 
Representative to the lAC 

Mr. M. W. Kuhrtz,' acting for Assistant to the Director-, 

Federal Bureau of Investigation 

ALSO PRESENT 


Mr. Sherman Kent, Central Intelligence Agency 

Mr. H. Marshall Chadwell,’ Central Intelligence Agency 

Mr. Otto E. Guthe, C entral Intelligence Agency 

Central Intelligence Agency 


Central Intelligeifce Agency 
Central Intelligence Agency 
\Central Intelligence Agency 
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♦Part of meeting 14 1965 
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\Central Intelligence Agency 

"\ Central Intelligence Agency 
\Central Intelligence Agency 
Mr. P. A. Trezise, Department of State 
Mr. Howard Furnas, Department of State 
Colonel J. H. Montgomery, Department of the Army 
Lieutenant Colonel W. J. Lage, Department of the Army 
Lieutenant Colonel V. J. Fenili, Department of the Army 
Captain Bruce E. Wiggin, Department of the Navy 
Mr. Lawrence Healey, Department of the Navy 
Colonel P. D. Wynne, United States Air Force 
Lieutenant Colonel Van A. Woods, Jr. , United States Air Force 
Mr. John A. Power, United States Air Force 
Colonel John E. Leary, USA, The Joint Staff 
Colonel Robert Totten, USAF, The Joint Staff 
Captain Ralph Metcalf, USN, The Joint Staff 
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